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CONFIDENTIAL 


DIRECTOR OF CENTRAL INTELLIGENCE 
Security Committee 


SECOM-D-675 


2 October 1979 


MEMORANDUM FOR: ee 
efense IntellTigenc gency 


FROM: 
SECOM Staff 


SUBJECT: Comments on the Government and Industry 
Manuals 


Relative to our conversation during the Compartmentation 
Subcommittee meeting on 28 September, I am forwarding a copy 
of DIA comments to the subject Manuals. Please disregard 
marginal notes as they reflect only one person's view 


and not that of the Staff. 
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